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Kellogg to Head E.E.I. 


as First Paid President 


Will resign chairmanship of Engineers Public Service to take over 
new duties on June 7 — New plans and policies to be 
announced at annual convention in New York 


Plans for the revamping of policies 


|. and activities of the Edison Electric 


Institute will be announced June 7 dur- 
ing the annual convention in New York, 
at which time the election of Charles 
W. Kellogg, E.E.I. president for the 
past two years, as the first paid presi- 
dent of the Institute will become effec- 
tive. 

Mr. Kellogg is to resign as chairman 
of Engineers Public Service Co., but is 
to continue to be active in the affairs 
of the companies of which he is a di- 
rector. According to present plans Mr. 
Kellogg is to receive an annual salary 
of $40,000 a year as permanent presi- 


dent of E.E.I. 
Plan Long Considered 


& Webster, Inc. In 1933 he was elected 
chairman. 

Born at Philadelphia in 1880, Mr. 
Kellogg received his earlier education 
at Brookline, Mass., later to receive 
his S.B. in 1902 and M.S. in 1903 
from Massachusetts Institute of Tech- 
nology. He joined Stone & Webster 
in 1903 and was identified with utility 
properties in Brockton, El Paso, Ke- 
okuk until he returned East in 1919. 
Mr. Kellogg is an authority on utility 
economics, administrative policies and 
hydro-electric development. 


E.E.I. Meet to Draw 
Record Attendance 





MAY 27, 1939 


Estate Analysts, Inc.; James E. David- 


son, president of Nebraska Power; 
Grover Whalen, president of the New 
York World’s Fair; Owen D. Young, 
chairman of General Electric; D. S. 
Youngholm, vice-president of Westing- 
house; Alfred H. Schoellkopf, presi- 
dent of the Electric Utilities Exhibit 
Corp.; H. E. Dexter, chairman of the 
general sales committee; Thomas N. 
McCarter, chairman of Public Service 
Corp. of New Jersey, and others. 
Many of the delegates to the con- 
vention are planning to arrive in time 
to spend the week-end in New York 
and to see the fair. Several commit- 
tee meetings are scheduled for June 5, 
on which day registration for the con- 
vention will begin. A luncheon and 
other entertainment have been planned 
for the ladies attending the convention. 


Davidson Named to Post 
on State Power Authority 
Maurice P. Davidson, former com- 


missioner of Department of Water Sup- 
ply, Gas and Electricity in New York 


The plan to follow the policy of the City, has been appointed by Governor 
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LE.S. AT THE FAIR—Representatives of sections and chapters in the United States 
and South America heard descriptions of the lighting at New York’s fair from Oscar P. 
Cleaver (right), chairman of the New York section: Bassett Jones (center), and D. W. 
Atwater (left), LE.S. president 





Kansas Utility Offers 
Free Trip as Prize 


An all-expenses-paid trip to the Com- 
mercial Electric Cooking Council con- 
ference and the national restaurant 
convention at Chicago next October is 
the prize offered by Kansas Gas & 
Electric at Wichita to the winner in 
the sales contest which opened in 
March and closed May 24. 

Climaxing a series of attractive 
prize awards, the Chicago trip will go 
to the salesman who attains the high- 
est percentage above quota in the con- 
test under the direction of Roy Bear, 
commercial sales manager. 

P. M. Alden, chairman of the coun- 
cil, declared that the free trip offers 
an opportunity to tie in a reward for 
work well done with an opportunity to 
learn how to do it even better. 


Employees Carry Policies 
Under West Penn Plan 


More than 280 insurance or annuity 
policies have been taken out by em- 
ployees of the West Penn companies 
through the so-called salary savings 
plan. This plan, which was first an- 
nounced in 1936, is simply a_ con- 
venient method for West Penn em- 
ployees to purchase any of the standard 
life insurance or annuity contracts 
written by the Equitable Life Assurance 
Society and to pay the premiums by 
payroll deductions. It has no relation 
to the group insurance and annuity 
plans in which the company partici- 
pates by paying part of cost. 
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Use of the insurance plan has been 
increasing and at the present time there 
is more than one-half million dollars 
in life insurance being carried on em- 
ployees or members of their families 
with total monthly premiums of ap- 
proximately $1,800. 


Litigation Starts 
in High Point Case 


Litigation was started in Guilford 
Superior Court in North Carolina on 
May 15 in the effort of Duke Power 
Co. and some forty-three High Point 
corporations and individuals to block 
the city’s proposed $6,500,000 hydro- 
electric plant on the Yadkin River. 
It is expected the case will remain in 
court for several weeks. 

Counsel for the plaintiffs asked for 
a temporary restraining order to pre- 
vent the city from going ahead with 
the work. W. S. Robinson, chief coun- 
sel for the Duke Power Co., told the 
court that the city seemed to be speed- 
ing up work at the site of the plant 
instead of retarding it. Counsel for the 
High Point manufacturers declared 
that his clients felt it meant eventual 
ruin if the project were carried out. 
He contended it would increase taxes 
to the point where the manufacturers 
would be forced to leave. 

Judge H. Hoyle Sink declined to 
grant the order, saying he would take 
the case under advisement, and that if 
material activity were undertaken by 
the city on the project before comple- 
tion of the hearing he might grant 
the order. 
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LE.S. Members View 
World's Fair Lights 


More than 1,800 representatives of 
sections and chapters of the Illuminat. 
ing Engineering Society in various 
parts of the Western Hemisphere at. 
tended the dinner-meeting at the New 
York World’s Fair last week and to 
see the spectacular lighting at the 
fair. 

D. W. Atwater, president of the 
L.E.S., in whose honor the dinner was 
given, welcomed the guests. Grover 
Whalen, president of the fair. said 
that the fair represented the “World 
of Tomorrow in Light” and that with- 
out the advancements made in jl- 
lumination the fair would lose much 
of its charm and be forced to close 
at dark. Mr. Whalen was high in his 
praise of the beautiful lighting, which 
was developed in the laboratories of 
General Electric Co. and Westinghouse 
Electric & Manufacturing Co. and ap- 
plied by Bassett Jones, lighting con- 
sultant to the fair’s board of design. 

Some of the problems involved in 
producing the fair’s magnificent light- 
ing effects were recounted by Mr. 
Jones, who pointed out that all of the 
illumination had been developed in 
accordance with a carefully precon- 
ceived, geometric design. He said that 
full expression had been given in the 
decorative lighting treatment. 

Richard C. Engelken, one of the 
lighting consultants to the fair’s con- 
struction department, told of how he 
and his associate, J. S. Hamel, had 
carried out the lighting plans. 

In the evening the L.E.S. representa- 
tives viewed the Lagoon of Nations 
spectacle, which integrates light. fire. 
water and music into an ensemble of 
beauty. Many of the fair’s exhibitors 
staged special demonstrations for the 
I.E.S members and their friends. 


Westinghouse Holds 
Lamp Jobbers Meet 


The two-day conference last week 
sponsored by the Westinghouse Lamp 
Division for its wholesale lamp job- 
bers was attended by more than 200 
executives in the business. The con- 
ference climaxed a six months con 
test in which the company awarded 
prizes to wholesalers in six districts 
who obtained the greatest amount of 
lamp business and to each leading 
jobber salesman. Approximately $1- 
000,000 in new lamp business was ob: 
tained by Westinghouse wholesalers 
during the contest, conducted by A. E. 
Snyder, sales manager for the lamp 
division. 
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D. S. Youngholm, vice-president of 
the Westinghouse company, welcomed 
the guests at the Bloomfield, N. J., 
plant and declared that new and as- 
tonishing lighting is in store for the 
country. Mr. Youngholm said that the 
American public today uses fifty times 
as much light annually as it did 
thirty-five years ago, consumes almost 
half a billion lamps and uses 30,000,- 
000,000 kw.-hr. of electrical energy, 
for which the electric utilities receive 
a billion dollars in revenue. He pre- 
dicted ultimately a threefold increase 
in the utility lighting load and use of 
lamps. 

Oscar P. Cleaver, Dr. H. C. Rent- 
schler and D. W. Atwater discussed 
styles and trends in lighting. The 
wholesalers were conducted on a tour 
of the plant and viewed the manu- 
facture of lamps. 


Name Three Officers 
for Missouri Utility 


Three new executives of the Union 
Electric Co. of Missouri, subsidiary of 
North American Co., have been elected 
to replace the three resigned during 
the SEC investigation of charges that 
the utility made political contributions. 

Louis H. Egan, president, and Frank 
J. Boehm and Albert C. Laun, vice- 
presidents, recently resigned to devote 
their attention to the investigation. 
James F, Fogarty, president of North 
American, said that the executives 
would remain with the company and 
would receive salaries. 

William McClellan, president of Po- 
tomac Electric Power Co., replaces Mr. 
Egan; Edward T. Gushee, vice-presi- 
dent of Detroit Edison Co., replaces 
Mr. Boehm and John A. Woodbridge, 
formerly with the New York law firm 
of Sullivan & Cromwell, general coun- 
sel for North American, replaces Mr. 
Laun. 


Utility Bond Offering Made 


Public offering has been made of 
$500,000 of first mortgage 5 per cent 
series A bonds of the Arkansas-Mis- 
sourl Power Corp., due 1957, and a 
block of 3,604 shares of 6 per cent 
cumulative preferred stock. The bonds 
are priced at 101 per cent and interest 
and the stock at $43.50 per share. The 
securities offered represent outstanding 
securities owned by the Middle West 
Corp. The issuer will not receive any 
of the proceeds from the sale of the 
securities. Net proceeds to be derived 
from the sale will be added to the 
general corporate funds of Middle 
West Corp. and will be used for its 
general corporate purposes. 
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Integration of Utilities 


to be Pushed by SEC 


Chairman Frank says commission does not propose to “crack down,” 
but will make “death sentence” section of act work — Plan 
conferences with industry leaders 


Plans for the integration of the 
electric utility industry will be taken 
up for action in the near future by the 
Securities and Exchange Commission. 
Utility officials have been sounded out 
and requested to confer with the SEC 
as to early consummation of definite 
plans. 

Jerome N. Frank, who was elected 
chairman by a three to two vote last 
week, declared that the SEC has no 
intention of “cracking down” on the 
utilities in carrying out the objectives 
of the holding company act. However, 
he said that it would be unwise to 
leave the problem of simplification and 
integration hanging too long over the 
utility industry. 


SEC Makes Progress 


It was pointed out by Mr. Frank at 
his first press conference that “through 
direct negotiations we have made very 
considerable progress with the utility 
industry. We must continue the prog- 
ress.” He said that former Chairman 
Douglas and Commissioner Healy 
started solution of the “death sentence” 
provision. 

Mr. Frank said that the SEC had 
practically completed studies of tenta- 
tive plans submitted by the utilities last 
December. He said that the time had 
come for the next logical step. “Within 
the next few weeks we will want to sit 
down with the heads of the individual 
holding company systems and go over 
the original tentative proposals in the 


light of our staff studies. Integration 
plans must be worked out.” 

It was pointed out by Mr. Frank that 
there is no one perfect plan for any 
company. There will be frank and open 
discussions about proposed plans be- 
tween the SEC and the industry. He 
said that the objective will be to bring 
about, as quickly as possible, the final 
solution of the various specific Section 
11 problems. 

Public hearings will be held on all 
integration plans, Mr. Frank said. All 
legitimately interested persons can be 
heard and there will be formal deci- 
sions by the SEC. Preliminary con- 
ferences will precede public hearings, 
so that difficulties in proposed plans 
can be pointed out by the SEC and 
avoided. Indications were given that 
while the SEC had no intention of 
“cracking down,” it proposed to carry 
out the provisions of the “death sen- 
tence” and make it work. 


Drops Claim on Utility 


Treasury Department has canceled a 
tax claim of $2,175,753 against the 
Associated Gas & Electric Co. of New 
York. The case was dropped after the 
Treasury had agreed to permit the com- 
pany to take additional deductions for 
unamortized bond discount and premi- 
ums and other technical adjustments 
from its income for 1927 and 1928. 





POWER CONFERENCE—Group attending the recent annual industrial power committee 
conference of the Southeastern Electric Exchange at “Ashlawn,” former home of 
President James Monroe, father of the Monroe Doctrine 


1939 








(1535) 5 











ELECTRIC LIVING—Commonwealth Edison gave Chicago a feature demonstration of modern living at its semi-annual Electric 


Living Exposition, at which four electric cooking schools were conducted. More than 60,000 persons visited the exposition dur- 


ing the first week 


Commonwealth Edison 
Opens Electric Show 


Attendance totaled more than 60,000 
during the first week of the Common- 
wealth Edison Co. semi-annual Elec- 
tric Living Exposition in Chicago, 
where the latest developments in elec- 
tric appliances and lighting are being 
demonstrated to the public. 

Features of the exposition were four 
electric cooking schools, conducted by 
nationally known home economists, and 
an equal number of modern lighting 
demonstrations held in the company 
auditorium. 

Electric appliance manufacturers 
and other exhibitors, including nine 
major air lines, took part in the ex- 
position. The new Hammond “Noca- 
chord,” new electrical development that 
produces tones of practically every 
known musical instrument, was one of 
the headline features. 

Commonwealth Edison presented a 
flatiron to any one who could generate 
300 watts on the bicycle-powered gen- 
erator. The high for the first week was 
245 watts. William P. Rock, company 
air conditioning engineer, was on hand 
to explain the features of a glass-in- 
closed room cooler. 


Merger Plea Withdrawn 


FPC has permitted the withdrawal of 
the applications of the Orange & Rock- 
land Electric Co. of New Jersey, Rock- 
land Electric Co., and Rockland Light 
& Power Co., hearing upon which was 
scheduled to commence May 22. The 
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commission’s action terminates pro- 
ceedings with respect to the applica- 
tions, which involved the purchase of 
certain facilities of the Orange & Rock- 
land Co. by the Rockland Electric Co. 
and the purchase of securities of the 
latter company by the Rockland Light 
& Power Co. to be issued to finance the 
transaction. 


C. H. Brues Celebrates 
50 Years With Utility 


A surprise party attended by more 
than 500 employees of the Wheeling 
(W.Va.) Electric Co., was given re- 
cently to C. Hal Brues, assistant gen- 
eral manager, to commemorate his 50 
years of service with the company. 

As a surprise to Mr. Brues, whose 
first job with the company was de- 
livering electric meters to customers in 
a wheelbarrow, the employees staged 
an electric range campaign, setting as 
a quota for April two ranges or water 
heaters for each year of service. This 
resulted in the sale of 104 ranges and 
water heaters, which C. N. Porter, 
manager of residential sales, said was 
the most outstanding job ever accom- 
plished in the history of the company 
from the sale of these two major 
appliances. 

Mr. Brues has worked under John 
B. Garden, who has been vice-presi- 
dent and general manager for 56 years, 
and the two have seen the company 
grow in size and prestige through the 
constant association. Employees of the 
company presented a beautiful gold 
watch and chain to Mr. Brues. 
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Cancels $2,745,000 
Grant to Puerto Rico 


Failure of the Legislature of Puerto 
Rico to pass satisfactory enabling legis- 
lation resulted in the rescission of a 
PWA loan and grant of $2,745,000 to 
the people of Puerto Rico for the 
completion of a hydro-electric develop- 
ment known as Las Garzas. 

The rescission was announced by Pub- 
lic Works Administrator Ickes when 
it was found that the Legislature had 
not fulfilled the agreement of its leaders 
to enact legislation permitting the sale 
to PWA of satisfactory security for 
its loan. The loan offered Puerto Rico, 
on the pledge that it would enact 
routine legislation, was $1,510,000, 
which was to be supplemented by a 
grant of $1,235,000. 


Vote Distribution Systems 


Voters of Carroll County, Tenn., 
have voted approval of a bond issue of 
$500,000 to finance construction of a 
county electric distribution system. In 
Benton County, Tenn., voters have ap- 
proved a bond issue of $180,000 for 
construction of a county-wide electric 
distribution system. 


Drops Plan for City Plant 


A plan to build a municipal power 
plant for public lighting purposes ™ 
Indianapolis, Ind., as an alternative 10 
signing a new long-term contract with 
the Indianapolis Power & Light Co. 
has been abandoned. 
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New York State Power Authority recommends development of St. 
Lawrence-Niagara power sites to provide abundance of 
electricity at savings over present rates 


Adoption of a program which would 
provide “potential competition” for 
private utilities and enable a reduction 
of rates to levels below those set by 
TVA has been recommended to Gov- 
ernor Lehman and the state Legis- 
lature by the New York State Power 
Authority in its annual report for 1938. 

The report presents a comprehensive 
plan for the co-ordination of the St. 
Lawrence and Niagara power develop- 
ments with the existing private power 
systems of the state. 


Would Co-ordinate Systems 


Lending force to its four years of 
effort to get the St. Lawrence develop- 
ment approved by Canada and the 
United States, the authority claims that 
the construction of public power plants 
at the St. Lawrence rapids and on the 
Niagara River and co-ordination of 
these plants with existing facilities 
through a state-wide and state-owned 
transmission system would enable a 
drastic reduction in electric rates. 

The authority pointed out that elec- 
tricity could be sold in New York City, 
as a result of its plan, at a price of 
$4.10 a month for 250 kw.-hr., as com- 
pared with $8 for a like amount with 
the existing schedule and with the 
TVA charge of $5. 

This reduction in the present cost of 
power, the report states, “could be 
achieved with full protection for all 
present and future private investment 
in the power industry serving New 
York State.” 

It was estimated that the total cost 
of the proposed public St. Lawrence- 
Niagara co-ordination system, includ- 
ing the generating stations, transmis- 
sion lines and substations, would be 
$287.000,000. This system would be 
able to make contract deliveries total- 
ing 1,875,000 hp., or 10,000,000,000 
kw.-hr., to existing systems at a cost 
which would be amply covered by a 


charge of only 2.76 mills a kilowatt- 
hour. 


Plan No Duplication 


The report stated that the proposed 
public transmission system would not 
duplicate the transmission facilities of 
existing systems, but would, on the 
contrary, increase their value to the 
companies, 

“The plan assumes that distribution 
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of power will remain as today largely 
in the hands of the private power 
systems, provided they co-operate in 
the public purpose of attempting to sell 
electricity in abundance at the lowest 
possible rates,” the report stated. 

The report included the following 
table of comparison for the co-ordi- 
nated system: 


—Kw.-Hr. per Month——. 


4 100 250 500 
OE chctea eu ans $1.20 $2.50 $5.00 $6.90 
Bonneville ....... }.06 2.25 4.75 6.00 


Up-state Area 
Power Authority 


objective rate .. 1.50 2.30 3.80 5.55 
5 ARSE ee 1.92 3.94 7.49 11.24 
tan 20.8 Sb r0%8 2.63 4.43 8.43 11.93 
Syracuse ........ 2.09 3.89 7.89 12.89 
Watertown ...... 2.30 4.10 8.10 11.60 
Binghamton ...... 2.40 4.50 7.50 10.59 
Rochester ........ 2.26 441 7.83 12.21 
[a 1.70 3.06 5.31 9.06 
Middletown ...... 3.04 6.14 10.39 17.89 

Metropolitan Area 

Power Authority 

objective rate .. 1.60 2.45 4.10 6.10 
New York City .. 2.41 4.72 8.00 13.95 
Long Island ...... 2.45 4.90 7.99 10.99 
Westchester ...... 2.50 5.25 8.75 13.75 
Staten Island .... 2.45 4.90 7.90 10.90 


The Authority pointed out that its 
plan is the result of four years of ex- 
tensive research and that the rede- 
velopment of Niagara is long overdue. 
It estimated that the growth of the 
New York power market by 1950 would 
be such that power demands would be 
approximately double that for 1937. Ar 
estimated saving of $100,000,000 could 
be effected, the authority states, if the 
proposed plan is carried out and sup- 


plemented by approximately 2,600,000 
hp. of new private steam station 
capacity. 


Competing Projects 
to Be Investigated 


New rules for the filing of applica- 
tions for approval of rural electrifica- 
tion and other projects have been an- 
nounced by A. R. Forsyth, director of 
the Alabama Department of Finance. 

Mr. Forsyth said additional details 
regarding the cost and effect of pro- 
posed projects on existing utilities or 
facilities would be required, to “guard 
against lengthy litigation in the courts 
after approval of bond issues.” 

One of the new rules sets out: 

In cases where the projects proposed to 
be constructed with the proceeds of the 
sa'e of bonds will duplicate or compete 
with existing properties, applicants shall 
file an estimate of the amount of revenue 
of which existing properties will be de- 
prived, and an estimate of the decrease 
in taxes which will result from the con- 
struction and operation of the project pro- 


posed to be financed by the issue of bonds 
for which approval or consent is sought. 


Young Before TNEC Group 


Owen D. Young, chairman of Gen- 
eral Electric Co., last week told the 
Temporary National Economic Com- 
mittee that the undistributed profits 
and the capital gains taxes were the 
principal factors in frightening capital 
away from small business and new en- 
terprises. He said that his company 
could never have survived the trials of 
its early days, or passed through the 
depression prior to the last decade, if 
it had been subjected to the present 
federal taxes. 





NEW PLANT—The new 35,000-kw. Westinghouse unit in the New Castle plant of 
Pennsylvania Power Co. being put on its test run prior to official dedication on June 29. 
At left is seen Louis H. Round, vice-president, and Mrs. Round 


1939 


(1537) 7 




















Georgia To Tax TVA 


Same As Private Utility 


Governor Rivers signs bills to save communities and school districts 
from loss of revenue when public replaces private operations — 
Cite $3,512,095 Tennessee tax loss 


Although Georgia has been included 
along with Kentucky, North Carolina 
and Mississippi as additional states to 
be recipients of TVA payments in 
lieu of taxes, provisions have been 
made whereby the state will not lose 
tax revenues when private utility prop- 
erties are taken over by municipalities. 

Recently Gov. E. D. Rivers signed 
two measures passed in the Georgia 
Legislature designed to restore to the 
state and its minor governmental units 
all tax revenues lost when public power 
co-operatives take over distribution 
lines from private utilities. Similar 
measures to tax TVA had been pro- 
posed in the Tennessee and Alabama 
legislatures, but were lost when re- 
ferred to “study” committees. 


Heed Tax Pleas 


The Georgia Legislature heeded the 
pleas of counties in the northwestern 
section of the state to the effect that 
TVA acquisition of private utility prop- 
erties leaves them in a desperate finan- 
cial position. The question arose when 
it was revealed by the Tennessee Tax- 
payers Association that Tennessee will 
lose $3,512,095 in revenues when pub- 
lic ownership replaces private utility 
operations. 

Bills as signed by Governor Rivers 
provide that TVA pay the same state, 
county and school district taxes as 
privately owned utilities from which it 
purchases dams, plants and _ other 
properties. The first measure provides 
for a special occupation tax to take 
the place of any ad valorem taxes 
which may be barred by law. 

In order that the law may include 
all utility operations, the law provides 
that the state, counties and minor sub- 
divisions are permitted to levy occupa- 
tion taxes in an amount equal to the 
regular ad valorem tax on all corpora- 
tions organized under the laws of the 
United States, agencies of the United 
States, or agencies of states other than 
Georgia, engaged in the generation, 
sale or distribution of electric power 
in Georgia. Such agencies or corpora- 
tions are required to report the value 
of the properties to the State Revenue 
Commission on or before each March 
15. The commission will then deter- 
mine the value of properties in each 
area, and the local units then may 
levy the tax. 
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The move in Georgia was prompted 
in response to widespread demand for 
some new taxes to take the place of 
those lost when public operations re- 
placed the private utilities. It was esti- 
mated that in some of the rural coun- 
ties in the northwest, where extensive 
rural lines were sold by the Georgia 
Power Co. to the North Georgia Elec- 
tric Membership Corp. for distribution 
of TVA power, county ad valorem 
taxes would be cut as much as 50 per 
cent. Representatives pointed out that 
such loss of tax revenue would “ruin” 
the counties. 

Efforts in Congress to have the TVA 
reimburse counties for “taxable val- 
ues” lost to them through purchase 
of private electric properties have been 
sidetracked so far. TVA has con- 
cluded to recommend some adjustment 
in the 5 per cent of gross revenue 
which it now pays to Tennessee and 
Alabama to include other states as an 
offset to the growing demand that the 
TVA be taxed the same as private 

tilities, 

The situation has been thrown into 
bold relief with the sale of the prop- 
erties of Tennessee Electric Power Co. 
to the TVA and municipalities. Taxing 
bodies are being hard pressed to find 
new sources of revenue which will be 
lost when private operations are re- 
placed by municipal ownership. 


Rural Plan Started 
by Niagara Hudson 


Niagara Hudson Power System com- 
panies have launched the program to 
build 680 miles of new rural electric 
distribution lines in New York State 
this year. When added to the 14,700 
miles of rural lines now in operation, 
this construction work will complete 
about 95 per cent of the rural lines 
ultimately required to serve the fran- 
chise territory classified by the New 
York State Planning Board as suitable 
for permanent agricultural use. 

Alfred H. Schoellkopf, president, 
stated that all the companies in the 
Niagara Hudson System had completed 
4,950 miles of new rural lines in the 
past four year, 883 miles of which 
were built in 1938. 

Aside from those companies which 
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serve the irrigation districts of the Pa- 
cific Coast States, Mr. Schoellkopf said, 
Niagara Hudson ranks second among 
unified electric operating systems in 
the number of its farm customers. At 
the end of 1938 the companies were 
serving about 42,500 farms and 150,000 
non-farm customers in rural communi- 
ties. 

“A graphic picture of the progress 
the New York State farmer has made 
in the use of electricity,” Mr. Schoell- 
kopf said, “may be shown by the fact 
that today the average farm in the 
territory served by Niagara Hudson 
companies uses just twice as much 
electricity as it did nine years ago and 
pays 45 per cent less per kilowatt- 
hour.” 


Electrical Industry 
Sees Bright Outlook 


Manufacturers of household electric 
appliances had an opportunity to re- 
view increasing business during 1939 
at the spring conference of the Na- 
tional Electrical Manufacturers Asso- 
ciation at Hot Springs, Va., last week. 

A new sales committee of the house- 
hold refrigerator section was named. 
following discussion of means of get- 
ting the 5 per cent federal excise tax 
on refrigerators eliminated. The new 
committee includes Ray Cosgrove, 
Westinghouse, chairman; George Chap- 
man, General Electric; Glen O’Hara. 
Norge; Charles D’Olive, Crosley, and 
C. J. Gibson, Gibson. 

A new fall field promotion program 
through the Modern Kitchen Bureau 
during September and October was 
decided on by the range section. Quo- 
tas are to be set and a concentrated 
selling force will be placed behind it 
through mass store display and mass 
selling. 

Manufacturers of electric water heat: 
ers expressed themselves as_ highly 
pleased with the greater number of 
utilities and dealers co-operating. This 
group decided to promote a test cam: 
paign of national advertising to broaden 
the consumer’s knowledge of electric 
water heating. 

Electric dishwasher manufacturers 
heard a consumer survey presentation 
by the Ralph H. Jones advertising 
agency. A further study of the results 
is to be made and a plan of action 
developed and presented -at a meet 
ing during the summer. 

A general attitude of optimism for 
1939 was evident for the industry. First 
quarter indexes show increasing bus: 
ness in all electric lines, wit! mos! 
electric appliance sales greater than 
in a similar period of 1938 and some 
exceeding the peak year of 193’. 
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Pacific Coast Voters 


Reject Power Plan 


San Francisco defeats proposal 
for $55,000,000 issue to put 
city in utility business 


In a vote unofficially counted at 
49.843 to 121.895 San Francisco voters, 
for the eighth consecutive time, voiced 
an emphatic “no” to the proposition of 
putting the city in the power business. 
The balloting May 19 drew the largest 
number of voters ever to participate in 
a special election there. 

The defeated proposal was a char- 
ter amendment for the issuance of $55.- 
000.000 in revenue bonds for purposes 
of establishing a municipal electric 
distribution system. Power from the 
city’s Hetch-Hetchy plant. sufficient to 
supply, roughly. half the 
quirements. is distributed by 


city’s re- 
Pacific 
Gas & Electric Co. under an agency 
agreement. This has been held invalid 
by federal court as a violation of the 
Raker Act. by which congress gave the 
city its original water rights. 

On appeal, this decision was sub- 
ject to oral arguments in the Appellate 
Court on the same day the election 
was held. Attorneys for the city con- 
tended that an agreement under which 
Los Angeles distributed its power 
prior to 1921 establishes a precedent 
for the existing method in San Fran- 
cisco. In the event of adverse deci- 
sion, city officials have stated they will 
carry the case to the U.S. Supreme 
Court. 

Gov. Culbert L. Olson had urged 
“Ham and Eggers” to support the 
measure. Congressman Franck R. 
Havenner went to San Francisco and 
campaigned for the bonds, but voters 
in his Fourth Congressional district 
rejected the proposal by three to one. 

Some municipal ownership propo- 
nents have stated the measure may 
appear again in the November general 
election. Most business men, however, 
contend the best solution to the prob- 
lem is amendment of the Raker Act. 


House Rejects Proposals 
for Navigation-Power Plans 


Using the proposed navigation and 
Power project for the Connecticut 
River between Hartford, Conn., and 
Holyoke, Mass., as a basis for debate 
on the Administration’s federal power 
policy. the House last week rejected 
the project by a vote of 98 to 36. 
he committee amendment would have 
authorized construction of a dam at 
Enfield. Conn., at a cost of $12,344,- 
000 to make the river navigable be- 
tween Hartford and Holyoke and also 
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BETTER COPY CONTEST—Members of the better copy committee of the P. U. A. A. 


reviewing the several hundred entries in the contest. 


at the convention in June. 


The winners will be announced 


L. to r.—L. Wingarter, American Transit Association: F. J, 


McKeeman, Columbia Engineering Corp.; T. H. Spain, Public Service Electric & Gas Co.; 
N. D. Macdonald, Electrical Testing Laboratories, and Don Perry, Hartford Electric 


Light Co. 





to generate 29,500 kw. of hydro power. 

At the same time the House voted 
down, 100 to 78, the proposal to 
authorize construction of the Umatilla 
Dam on the Columbia River at a 
cost of $23,700,000. While held to be 
a navigation project, provisions were 
made for installation of generating 
equipment. 


Cities Service Employees 
Form Scholarship Fund 


Employees of Cities Service Co., cele- 
brating the 69th anniversary of Henry 
L. Doherty, president, have formed the 
“Henry L. Doherty Educational Founda- 
tion” to provide scholarships for chil- 
dren of the organization’s personnel. 
The plan was announced simultaneously 
throughout the country last week at 
parties attended by more than 25,000 
employees. 

The fund, to be managed by em- 
ployee committees, will range from 
25 cents a year for regular subscribers 
to $25 for an endowment, or life 
membership. 


Hearing on Hydro Sale Set 


Wisconsin Public Service Commis- 
sion will hold a hearing on June 14 on 
the application of the Wisconsin Michi- 
gan Power Co. for a writ of con- 
venience and necessity authorizing its 
purchase of the Union Falls dam and 
hydro-electric plant of the Oconto River 
Power Co. at Oconto Falls, Wis. 
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PUAA to Name Winners 
in Contest at Meeting 


About 500 entries in the better copy 
contest of the Public Utilities Adver- 
tising Association have been received 
from more than one hundred public 
utilities, according to J. V. Macdonald 
of Boston Edison Co. and chairman 
of the committee. Winners will be an- 
nounced at the association’s annual 
meeting June 20 in New York. 

Howard F. Weeks. Consolidated Edi- 
son Co. of New York, Inc., and presi- 
dent of PUAA, has announced the list 
of eighteen judges who will select the 
winners in the 1939 contest. 


111,128 Pennsylvania 
Farms Receive Service 


Nine Pennsylvania rural electric co- 
operative associations were, as of May 
1, serving 16,645 customers in 23 
counties over 4,646 miles of line, ac- 
cording to information supplied the 
Public Utility Commission by the 
Rural Electrification Administration. 
The total federal allotment for these 
projects is $5,341,200, split up into 
$5.285.200 for lines and $56,000 for 


house wiring. The number of Penn- 


sylvania farms actually obtaining elec- 
tric service as of May 1 is given as 
111,128. This figure includes 16,645 
customers now being served by the co- 
operatives and the total number of rural 
customers being served by the electric 
utilities as of January 1. 
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George Allen Heads 
Great Lakes Club 


Experience with infra-red heating, 
use of electronic tubes in industry and 
problems of private plant competition 
from a sales viewpoint were discussed 
at the spring meeting of the Great 
Lakes Power Club, held in Chicago 
last week. In excess of 100 power 
sales engineers from the Great Lakes 
area attended the meeting, at which 
new officers elected included: Presi- 
dent, George Allen, Detroit Edison 
Co.; vice-president, W. F. Egner, Wis- 
consin Public Service Corp.; secretary- 
treasurer, W. B. Woodward, Northern 
Indiana Public Service Co. 

The discussion of infra-red heating, 
led by L. C. Phillips, Indiana & Michi- 
gan Electric Co., indicated the need 
for close co-operation between power 
salesmen and paint manufacturers in 
working out applications of infra-red 
heating in paint, and enamel drying. 
Discussion also brought out reported 
difficulty in drying white enamel be- 
cause of its high reflection factor. 
Successful drying of photographic film, 
prints and movie film was reported 
also. 

Uses of electronic tubes in industry 
were discussed by T. E. Johnz, General 
Electric Co., who described their func- 
tion in photoelectric, welding control 
and time-delay circuits and the appli- 
cation of these circuits to typical in- 
dustrial processes. 

A. M. Young, Central Illinois Pub- 
lic Service Co., in discussing competi- 
tion from a sales viewpoint, analyzed 
the factors leading industrial customers 
to consider private plant operation in 
preference to purchased service. 


Stevens Issues Program 


Final program of a ten-day eco- 
nomics conference of engineers, June 
24-July 3, and an accompanying day- 
by-day schedule of 64 conference ses- 
sions on various topics of special inter- 
est to the engineering profession, all 
of which are related to a general theme 
of “Business and Government,” have 
been announced by Dr. Harvey N. 
Davis, president of Stevens Institute of 
Technology. This ninth annual eco- 
nomics conference will be held at the 
Stevens Engineering Camp at John- 
sonburg, N. J. 


Sail for I.C.I. Meeting 


Four members of the U. S. National 
Committee of the International Com- 
mission on Illumination sailed Satur- 
day, May 27, to attend the 1939 ses- 
sions at Scheveningen, Holland, June 
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11-20. George H. Stickney, secretary- 
treasurer; Arthur A. Brainerd, execu- 
tive secretary, director, lighting service 
section, Philadelphia Electric Co., and 
Clinton B. Conway, Consolidated Gas, 
Electric Light & Power Co. of Balti- 
more, went on the Holland-America 
liner Noordam. Carl E. Egeler sailed 
on the Britannic, Cunard-White Star 
Line. 


Heads Engineering Society 


Harold P. Arnold, manager of West- 
inghouse Electric & Manufacturing 
Co.’s Providence, R. I., office, has been 
elected president of the Providence 
Engineering Society, succeeding Ralph 
E. Secord, assistant superintendent of 
distribution, Narragansett Electric Co. 
Evert W. Freeman, plant engineer 
Brown & Sharpe Manufacturing Co., 
was made vice-president; Prof. William 
R. Benford of the civil engineering 
department, Brown University, secre- 
tary, and Raymond H. Lord, Manu- 
facturers Mutual Fire Insurance Co., 
Providence, treasurer. 





Edison Electric Institute—Annual i a Wal- 


dorf-Astoria Hotel, New York, June 6-8. 
Bernard F. Wead ock, mana ing diictien 420 
Lexington Ave., New York, 


Wisconsin Municipal ee Association—Annual 
convention, Plymouth, June J. 
Jedwabny, secretary, Pn. Hy Wis. 


International Commission on _ Illumination— 
Scheveningen, Holland, June 12-21. U.S. Na- 
tional Committee, A. A. Brainerd, executive 
moceateny, c/o Philadelphia Electric ‘Co., Phila- 
delphia, Pa. 


Public Utilities Advertising Association—Annual 
convention, Belmont 7 and Waldorf-Astoria 
Hotels, New York, N. Y., June 18-21. 


Advertising Federation of ‘Aehidiisihanaid con- 
vention and exposition, Waldorf-Astoria Hotel, 
New York, N. Y., June 18-22. Henry Ober- 
meyer, chairman program committee, c/o Con- 
solidated Edison Co., New York. 


Society for the Promotion of Engineering Educa- 


tion—Annual meeting, June 19-23, State Col- 
lege, Pa. 


Canadian Electrical Association—Annual meeting, 
Digby, Nova Scotia, June 21-24. B. C. Fair- 
child, secretary, 804 ‘Tramways Bldg., Montreal, 

ue. 


Economics Conference for Engineers — Annual 
— ee ene Camp, Johnson- 
burg, N , June 24-July 3 


American a for Testing Materials—Annual 
meeting and fifth exhibit of apparatus and in- 
struments. Chafonte- a Hall, Atlantic 
City, N. J., June 26-30. E. Hess, assistant 
secretary, 260 South Broad . Philadelphia, Pa. 


American Institute of Electrical Engineers—Com- 
bined summer and Pacific Coast soe 
San Francisco, Calif., June 26-30. H. Hen- 
vine, — ‘secretary, 33 West 301h St., New 
or 


mecomeiiial: High-Tension Conference—Bi-annual 
meeting, Paris, France, June 29-July 8. F. Att- 
wood, president American National Committee, 
Ohio Brass Co., New York, N. Y. 


American Society of Heating and Ventilating 
Engineers—Semi-annual meeting, Mackinac Is- 
land, Mich., July 4-6. Society ~~ 
5! Madison ‘Avenue, New York, 


American Society of Mechanical eR 
annual meeting, San Francisco, Calif., July 10- 
14. C. E. Davies, national secretary, 29 West 
39th St., New York, es 
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Boston A.ILE.E. Elects 
J. C. Balsbaugh Chairman 


Jayson C. Balsbaugh associate pro. 
fessor of electric power production and 
distribution, Massachusetts Institute of 
Technology, has been elected chairman 
of the Boston section of the A.I.E.F. 
for the coming year, succeeding J. G, 
Patterson. Robert W. Adams, manager 
of the central station department, Gen- 
eral Electric Co., Boston, became vice. 
chairman. Prof. Roland G. Porter, head 
of the electrical engineering department 
of Northeastern University; William A. 
Tripp, electrical engineer Stone & Web- 
ster Engineering Corp., Boston, and 
R. E. Muehlig, Westinghouse Company, 
Boston, became new members of the 
executive committee. John M. Murray, 
electrical engineer Simplex Wire & 
Cable Co., Cambridge, continues as 
secretary-treasurer. 


Inspectors Day at Fair 


Joint annual meeting of the north- 
western and southwestern sections, In- 
ternational Association of Electrical In- 
spectors, will be held at San Francisco, 
Calif., August 14-18, at the Hotel Em- 
pire. August 17 has been set aside as 
Electrical Inspectors Day at the 
Golden Gate International Exposition 
in honor of this meeting. 


” 

Air Conditioning Exhibit 

Combined air conditioning and ven- 
tilating expositions will open June | 
and continue until June 10 at the 
downtown store of Commonwealth Ed- 
ison Co., Chicago. Approximately 25 
manufacturers will exhibit their latest 
models at the shows and admission will 
be free. 


Cites 24 Employees in 1938 


The Westinghouse Order of Merit 
was conferred on 24 outstanding em- 
ployees of the Westinghouse Electric 
& Manufacturing Co. during 1938. 
Since its inception in 1935 the order 
has been awarded to 85 employees, 
including those of the parent and sub- 
sidiary units, for outstanding contrl 
butions to the electrical and mechan- 
ical arts and to company progress. 


RFC Makes Loan to REA 


During the month of March the Re- 
construction Finance Corp. made 4 
loan of $4,100,000 to the REA, bring: 
ing total disbursements to that agency 
to date to $53,950,000. 
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rs. Jones expects your service to 
cook the dinner and warm the baby’s milk... Farmer Smith expects your power 
to pump his water and churn his butter... they take it for granted the power 
will be there when the switch is snapped. With the growing use of electricity in 
every human activity it becomes increasingly important that this customer confi- 
dence in electric service be maintained. That is why the remarkably trouble-free 
service record of L-M Transformers is more and more a prime consideration with 
men who buy transformers. The design, workmanship and materials that go into 
L-M Transformers are of a quality that assures extra years of trouble-free, low 
cost service. Your L-M representative will gladly give you further information. 
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WORLD'S FAiR—Flashes of lightning catch the visitor's eye in Steinmetz Hall, part of the 
General Electric exhibit. Part of the crowd viewing the giant “Freedom by Electricity’ mural 
by Rockwell Kent, and, above, the G.E. modern electric kitchen display 











NEMA SPRING MEET 


Above, left to riqht—H. F. McRell, Gen- 
eral Electric; Col. A. E. Herzberg, Wagner 
Electric, and S. V. Travis, General Electric. 


Reading from left to right—H. W. Young, 
Delta Star Electric, and Paul Moore, Gen- 
eral Electric; Carl L. Peirce, Jr., Hubbard & 
Co., president NEMA; Robert C. Grave3, 
Trumbull Electric Manufacturing Co.; F. W. 
Magin, Square D; F. R. Fishback, Electric 
Controller & Manufacturing Co., and George 
C. Thomas, Jr., Thomas & Betts Co.; C. 5S. 
Coggeshall, General Electric; E. L. Dough- 
erty, Allis-Chalmers, and H. R. Summer- 
hayes, General Electric. 


At right—John S. Lapp, Lapp Insulator 
Co.; I. A. Butts, Westinghouse; A. R. John- 
son, Cutler Hammer, and P. M. Staehle, 
General Electric. 





WORLD S FAIR—Elektro, the Moto-Mcn, at Westinghouse Electric & Manufacturing 
exhibit, attracts ‘“capacity’’ audiences. At top is the Hall of Power and above is 
the “battle” between the “old way” and “electric way” in dishwashing 





EAR AFTER YEAR, grueling service 

\ conditions offernew challengesto cable 
manufacturers. And, simultaneously, new 
materials and new methods are being devel- 
oped to meet these severe conditions better. 
To Anaconda engineers, these new meth- 
ods and materials must first prove them- 
selves. Until they do, they are butachallenge. 
The interest today in synthetic resins is 
an example of what we mean. Here in 
Anaconda laboratories, various ty pes of res- 
ins are being subjected to the same rigorous 
cesting that all Anaconda materials receive. 


Your interest safeguarded 

This policy of careful pre-testing is in your 
interest. We are as determined as anyone 
to find better insulations and we are find- 
ing them. The many improvements in 
cable design and manufacture which have 
originated in Anaconda laboratories are 
proof of this success. 

But first we make sure. As rapidly as 
new developments prove themselves, they 
are passed on to industry. Thus you can 
be sure the name “Anaconda” means the 


utmost in cable development. 


Put your problem up to Anaconda 
Whether you have a special problem, or 
are in the market for day-to-day require- 
ments, put the matter up to Anaconda 
engincers. Take advantage of enduring 
constrictions which Ana- 


conda research and pre- AnaconpA 


mine to con 


testiny make possible. 


» 


Synthetic resins are tested in heat distortion 
apparatus to determine their deformation 
characteristics. 


Resin samples being placed in an appara 
tus for an accelerated heat test 


Visit the Copper & 
Brass Industry Exhibit 
in the Metals Build 
ing, N w York World 
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Output Holds Level 
10.3% Above 1938 


During the week ended May 20 the 
output of the electric light and power 
industry in the United States amounted 
to 2,170,496,000 kw.-hr., according to 
the Edison Electric Institute. This was 
almost identical with the production 
of the preceding week, and since the 
movement was similarly horizontal a 
year ago the gain over 1938 remained 
unchanged at 10.3 per cent. 

Compared with 1937 the disparity 
increased slightly, bringing the new 
figure 1.3 per cent below the record 


Weekly Output, Millions Kw.-Hr. 


1939 1938 1937 
May 20...2,170 May 21...1,968 May 22...2,199 
May 13...2,171 May 14...1,968 May 15...2,195 
May 6...2.164 May 7...1,939 May 8...2,176 
Apr. 29...2,183 Apr. 30...1,939 May 1...2,194 
Apr. 22...2.199 Apr. 23...1.951 Apr. 24...2,188 
Apr. 15...2.171 Apr. 16...1/958 Apr. 17...2,173 


Per Cent Change from Previous Year 
Week Ending 
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for the week. Both of the past two 
weeks indicate an upward trend from 
the week of May 6. 

No pronounced changes appear in 
the regional percentage gains over 
1938. These increased moderately in 
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New England and the Central Indus- 
trial areas, but they remained dis- 
tinctly smaller than they were in the 
middle and latter part of April. Gains 
narrowed in the Pacific and Middle 
Atlantic states. 





Census Reports 52% 
Increase in 5 Years 


An increase of 52 per cent in the 
amount of electrical energy generated 
for public use in the United States in 
1937 compared with 1932 is shown by 
figures compiled from returns of the 
recent quinquennial Census of the Elec- 
tric Light and Power Industry. As re- 
ported to the bureau the output 
amounted to 121,097,430,896 kw.-hr., 
against 79,657,466,651 kw.-hr. in 1932. 

In earlier reports the data were given 
for commercial and municipal establish- 
ments only; the present report adds sev- 
eral others, to take into account the de- 
velopment of mutual or co-operative 
undertakings, power districts and fed- 
eral projects, and it includes manufac- 
turing and mining companies, railways, 
railroads and similar concerns that gen- 
erate power largely for their own use 
but incidentally sell current. 

Production by these various classes, in 
kilowatt-hours, was as follows: Pri- 
vately owned electric utilities 109,919,- 
648.965, municipally owned 5,252,820,- 
804, co-operatives, etc., 765,847,582, 
federal and state 1,954,041,242, others 
3,204,072,303. 

In contrast with the large increase in 
output the generator capacity was only 
5.2 per cent larger in 1937 than in 1932. 
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It increased from 34,622,554 kw. to 36,- 
481,107 kw., of which 32,192,918 kw. 
was in privately owned and 2,499,347 
kw. in municipally owned establish- 
ments. 


Will Open Parker Dam Bids 


On June 6 the Bureau of Reclama- 
tion will open bids for the construction 
of transmission lines from Parker Dam 
in California to Phoenix, Ariz., and 
from Parker Dam to Blaisdell, Ariz. 
The plans call for a total of 260 miles 
of 161,000 volts, with aluminum con- 
ductors. The Parker Dam has been 
completed, but the power plant there 
has not yet started. In the meanwhile 
power is available from Boulder Dam. 


Vote Directors Salary 
Stockholders of the Middle West 


Corp. adopted a resolution at their 
recent annual meeting to pay each 
director a salary of $3,000 a year. This 
plan replaces a $40-for-each-meeting 
plan of compensation. Another pro- 
posal that was approved provides for 
indemnification of directors against ex- 
penses incurred in suits which might be 
entered against them as directors. 
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Purcell L. Smith, president, told 
stockholders that most of the operating 
companies in the system during the first 
quarter showed improved results over a 
year ago. Consolidated net income for 
the corporation for the first three months 
was $793,284, or 24 cents a share, 
against $350,853, or 11 cents a share, 
in the first quarter of 1938. 


Map Arkansas Dam Work 


Arkansas Power & Light Co. has 
joined with United States engineers in 
mapping work on the $6,000,000 
Blakely Dam on the Ouachita River 
near Hot Springs. An appropriation 
of $2,000,000 was approved by Con- 
gress to make this the first project of 
its kind by a utility jointly with the 
United States. The federal appropria- 
tion will cover the cost of installing 
flood control on the river. 


Power Output Higher 


Associated Gas & Electric System 
reports that net electric output for 
April showed an increase of 9.5 per 
cent over a year ago. Production for 
the year ended April 30 was up 2.5 
per cent over the preceding year. 
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Pickard New President 
of Interstate Power Co. 


B. F. Pickard was elected president 
of the Interstate Power Co. at a recent 
meeting of the board of directors in 
Dubuque, Iowa. He succeeds James F. 
Orr, who resigned because of ill health. 
Mr. Pickard has been president of the 
Central States Power & Light Corp., 
St. Louis, Mo., for the past five years. 

In addition to directing the business 





of Interstate Power Co., Mr. Pickard 
will continue to supervise the proper- 
ties of Central States Power & Light 
Corp. situated in Iowa, Minnesota and 
North Dakota. Both of these companies 
are subsidiaries of the Utilities Power 
& Light Corp. in Chicago. He will also 
continue as director of the Laclede Gas 
Light Co. and the Missouri Natural Gas 
Company, with which he has been affl- 
iated for several years. 

Mr. Pickard’s public utility career 
began in 1909 with the North Carolina 
Public Service Co., Greensboro, and 
in 1915 he became general sales and 
new-business manager of this system. In 
1925 he went to Philadelphia to aid in 
organizing and managing the Southern 
Gas & Power Corp. and later the South- 
ern Cities Co., of which he was oper- 
ating vice-president. 
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Mr. Pickard spent several months in 
utility management and reorganization 
work abroad. It was in 1934 that he 
joined the Central States organization 
as general manager, later becoming 
president. 

Mr. Orr has been president of Inter- 
state Power since 1938. Prior to that 
time he was vice-president of the Cen- 
tral Illinois Public Service Co., Spring- 
field. He had formerly been engaged 
in the utility field in Texas, Utah and 
Idaho. 

° 


> Joun R. HOFFMAN, manager of the 
Jacksonville (Ill.) division of the IIli- 
nois Iowa Power Co., has been ap- 
pointed southern supervisor with offices 
in East St. Louis and Epcar E. Cras- 
TREE has been named his successor. 


PCHartes M. Kirkianp has _ been 
elected secretary of the Okonite Co. at 
Passaic, N. J., and the Okonite-Cal- 
lender Cable Co. at Paterson, N. J. 
After graduating from Harvard, Mr. 
Kirkland worked in all three of the 
Okonite plants. During this period he 
spent most of his time in development 
and research work in the four Okonite 
laboratories. He entered into active 
sales work in the Chicago territory for 
a period of years. Early this year 
he was trangferred to New York, where 
his present offices are. 


> JosepH F. Lyons has recently been 
elected treasurer of the Western Massa- 
chusetts Companies. Greenfield. Mr. 
Lyons joined the United Electric Light 
Co., Springfield, as a meter reader in 
1903, later becoming an accountant. In 
1920 he was made assistant treasurer, 
and since the establishment of the hold- 
ing company has been comptroller. 
Linwood E. Hewitt, who has been made 
comptroller, entered the service of the 
Greenfield Electric Light & Power Co. 
in 1910. Three years later he was made 
assistant treasurer, and in 1920 was ap- 
pointed assistant treasurer of the Turn- 
ers Falls company. Since 1930 he has 
been assistant treasurer of the Western 
Massachusetts companies. 
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R. A. Neal Made Manager 
of Switchgear Division 


Appointment of Robert A. Neal, for- 
merly assistant to vice-president, as 
manager of the switchgear division of 
the Westinghouse Electric & Manufac- 
turing Co. has been announced by A. 
C. Streamer, general manager of the 
company’s East Pittsburgh division. 

Mr. Neal has been associated with 
Westinghouse since 1910 and from the 





Westinghouse 


day he completed the graduate student 
course he has been identified with the 
company’s development and production 
of switching apparatus. After serving 
as manager of the entire switch depart: 
ment, he was promoted in 1926 to the 
position of sales manager for all switch- 
gear apparatus. In 1931 Mr. Neal be- 
came manager of the central station 
sales department, later being appointed 
assistant to vice-president. 


PBen C. Hitt has been appointed st 
perintendent of the electrical depart 
ment of Oakland, Calif., to succeed the 
late Carl E. Hardy. Mr. Hill has als 
been elected recently a member of the 
International Association of Electrical 
Inspectors executive council. 
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J. W. Savage of Bridgeport 
Made Executive Assistant 


J. W. Savage, for several years closely 
identified with distribution and com- 
mercial research problems of the Gen- 
eral Electric Co.’s appliance and mer- 


chandise department at Bridgeport, has 
been named assistant to C. E. Wilson, 
executive vice-president, and will hence- 
forth make his headquarters in New 
York City. 

Mr. Savage first became associated 
with General Electric in 1921. In 1929 
he was appointed assistant to the sales 
manager of the merchandise depart- 
ment, with special duties in the pro- 
motion of rural electrification. In 1930 
he became manager of the department’s 
commercial research division, and two 
years later was appointed assistant to 
Mr. Wilson, when the latter was man- 
ager of the merchandise department. 
Mr. Savage organized the first distribu- 
tion committee for the department and 
was its chairman and was also a mem- 
ber of the executive and_ personnel 
development committees. Last year he 
was appointed chairman of the com- 
pany’s commercial research committee. 


A. G. Benard Assumes New 
Duties with Insulator Co. 


Arthur G. Benard, sales manager of 
the Illinois Electric Porcelain Co., at 
Macomb, IIl., since 1936, has recently 
been appointed general manager of the 
company. Mr. Benard has been asso- 
ciated with the insulator industry for a 
number of years. 

He joined the Locke Insulator Corp.. 
= the capacity of draftsman in 1910. 
Eight years later he was made assistant 
sales manager and in 1923 became dis- 
trict sales manager, having charge of 
western New York, western Pennsyl- 
Vania and parts of West Virginia and 
parts of New England. In 1927 he 
assumed the duties of manager of the 
Victor plant of the corporation, con- 


tinuing in that capacity until its close 
in 1933, then going to the main office 
at Baltimore. In 1935 Mr. Benard re- 
signed from the Locke Corp. and was 
one of the organizers and vice-presi- 
dent of Victor Insulators, Inc., Victor, 
N. Y. He then joined the Illinois Elec- 
tric Porcelain Co. at Macomb. 


> Georce ANDERSON, Nashville, Tenn., 
has succeeded Dorsey B. Thomas as 
secretary of the Tennessee Railroad 
and Public Utilities Commission. 
POrmonp R. BEAN, city commissioner 
of Portland, Ore., has been appointed 
Oregon’s public utilities commissioner 
by Gov. Charles A. Sprague. He suc- 
ceeds N. G. Wallace, former attorney 
of Bend, Ore., who has held the posi- 
tion since January 1, 1937, and who 
resigned on account of ill health. 


Lewis A. Lewis of Spokane 
Assigned Broader Duties 


Lewis A. Lewis. 
assistant general manager in charge of 
sales of the Washington Water Power 
Co., to the position of manager of the 
Spokane division has been announced. 
Mr. Lewis will fill a vacancy that has 
existed since the death of R. B. Childs. 
Prior to Mr. Childs’ death the company 
was organized with two assistant gen- 
eral managers, one in charge of sales, 
the other in charge of the division. The 
present advancemeut consolidates the 
two duties under one head. 


Advancement of 





Mr. Lewis’ 31 years of service in the 
utility field has taken him into engineer- 
ing, construction and then into sales. 
He has been residential and industrial 


sales executive, assistant commercial 
manager, general sales manager and 
then assistant general manager in 
charge of sales. Widely known in the 
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utility field, Mr. Lewis also serves at 
present as assistant general manager of 
the Spokane United Railways, a direc- 
tor of Washington Water Power Co., 
and is secretary of the Inland Empire 
Electrical Equipment Association. 


OBITUARY 


Lawrence M. Vixes, chairman of the 
board of directors of the Buda Co., 
Harvey, Ill., died April 27. Mr. Viles 
had been president of the company for 
more than 20 years when he was elected 
chairman of the board in 1938. 


PErnest LeFEAUX, manager of the 
North Woolwich works of W. T. Hen- 
ley’s Telegraph Works Co., Ltd., Lon- 
don, England, died March 20. He en- 
tered Henley’s service in 1901. During 
his long association with the electrical 
industry Mr. Lefeaux served on many 
committees, particularly those of the 
British Engineering Standards Associ- 
ation and the British Electrical and 
Allied Industries Research Association. 


> L. L. ScHoo.ey, distribution super- 
intendent for the Fargo, N. D., division 
of the Northern States Power Co., died 
at his home in that city April 2. He 
was 76 years old. Though retaining 
his position as superintendent, Mr. 
Schooley had been inactive in business 
since he suffered a stroke in 1936. 
Since 1893 he had been identified with 
the growth of power utilities in Fargo. 


PArsert V. Harritt, supervisor of 
branches of the Duke Power Co., Char- 
lotte, N. C., died May 5, after an ill- 
ness of less than a week. Mr. Harrill 
had been associated with the Duke 
properties since 1906. When the South- 
ern Public Utilities Co. was formed 
in 1913 he became a director and vice- 
president of the company. He held 
those positions until the Southern Pub- 
lic Utilities Co. was merged into the 
Duke Power Co., its parent organiza- 
tion, in 1935, when he became super- 
visor of all Duke power branches. 


PWittim C. STEVENS, vice-president 
in charge of engineering and secre- 
tary of Cutler-Hammer, Inc., who died 
recently, had been a member of Cutler- 
Hammer since 1906, having entered the 
organization as an engineer after he 
was graduated from Cornell Univer- 
sity. In 1907 he went to Pittsburgh, 
Pa., in charge of the sales office. In 
1910 he became head of the sales de- 
partment in Milwaukee. Subsequently 
he served as district manager of the 
western division with office in Chicago, 
eastern sales manager in New York and 
sales manager in Milwaukee. He be- 
came director of development in 1924 
and since 1930 had been in charge of 
engineering, secretary and director. 
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Census Shows Gains 
in Electrical Goods 


Production of electrical goods in 
1937 overshot the value in 1935 by 79 
per cent, having amounted to $1,647,- 
223,798, as against $918,315,929 in the 
earlier year. Figures for this section 
of the biennial Census of Manufac- 
tures, just pvblished in final form as a 
23-page pamphlet, give a _ detailed 
breakdown of the summary here repro- 


duced. 


Every class shows an increase. The 
value of generators and motor-genera- 
tors more than doubled, presumably 
reflecting increased construction by the 
light and power industry after the 
period of hesitation in the earlier por- 
tion of the decade. Insulated wire and 
other conductors also doubled, 


rising 
to nearly a quarter billion dollars. 
Production of motors and parts in- 


creased 77 per cent. 

The present tabulation appears not 
to include certain electrical products 
reported in the clay industry, tenta- 
tively announced some months ago: In- 
sulators $7,537,176, other electrical 
supplies $17,299,555. 

Wages in the industry increased 80 
per cent, or somewhat more than value 


of products; number of wage earners 
43 per cent. Some of the general statis- 
tics for 1937 were as follows (1935 in 
parentheses) : 

Salaried personnel, 60,047 (43,543) ; 
salaries, $133,708,060 ($91,762,647) ; 
wage earners, average for year, 257,660 
(179,641) ; wages, $355,958,610 ($198,- 
046,269); number of establishments 
with products valued at $5,000 or more, 
1,435 (1,393). 

The manufacture of radios, radio 
tubes and phonographs, with products 
valued at $277,807,140, is not included 


in these statistics. 


G. E. Consolidates Radio 
and Television Work 


A new department of the General 
Electric Co., which will consolidate for 
the first time all radio, television and 
related activities, has been established 
with headquarters at Bridgeport, Conn. 
Dr. W. R. G. Baker, for many years 
associated with G. E. activities in the 
radio field and until now chairman of 
the radio management committee, has 
been named manager of the new unit, 
to be known as the radio and television 
department. 


ANUFACTURING - MARKETS 


tt rer: seas 


Manufacturers Issue 
Earnings Reports 


The following manufacturing com- 
panies have recently issued income 
statements for the March quarter and 
for the fiscal year ended March: 


Rome Casie—Fiscal year to March 31, 
net income $213,960, equal to $1.12 each 
on 189,830 shares of common capital stock 
outstanding, compared with $71,027, or 
37 cents a share, in the preceding fiscal 
year. On March 31 current assets were 
$1,564,410 and current liabilities $503,019, 
compared with $1,128,082 and $315,688, 
respectively, on March 31, 1938. 

CONTINENTAL-DIAMOND Fipre — March 
quarter, net profit, $17,309, contrasted with 
net loss last year of $238,754. 

Weston E.ectric INStRUMENT—Includ- 
ing wholly owned domestic subsidiary, 
March quarter, net profit, $52,806, equal, 
after dividend requirements on 27,376 
shares of no-par, $2 cumulative class A 
stock, to 24 cents each on 160,583 shares 
of no-par common stock. This compared 
with net profit of $57,028 last year, equal, 
under the participating provisions of the 
shares, to 52 cents each on the class A 
and 27 cents a share on the common stock. 


Power Plant Contract Let 


Contract for a new municipal power 
plant has been awarded by the City 
Council of Pleasant Hill, Mo., to the 
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Worthington Pump & Machinery Co. 
for $91,531. The plant will be built 
as a PWA project at a total cost of 
$140,000. 


Federal Boards Let 
Supply Contracts 


Among the contracts which have re- 
cently been let by federal agencies 
are the following: 

General Electric Supply Corp., WPA, 
cable, $17,273, WPA, lighting standards 
and luminaires, $10,634. 


Phelps Dodge Copper Products Corp., 
Navy, electric cable $16,260; electric cable, 


Navy, $67,156; Navy, electric cable, 
$54,279. 
John A. Roebling’s Sons, Co., War, 


cable and reels, $10,549. 

Okonite Co., Navy, electric cable, $54,- 
029: Navy, cable, $29,348; Navy, electric 
cable, $67,242. 

General Electric Co., War, searchlight 
units, $205.400; Navy, electric cable, $65,- 
428: Navy. electrig cable, $54,164. 

Westinghouse Electric Supply Co., WPA, 
wire and cable, $11,245. 

Anaconda Wire & Cable Co., Navy, elec- 
tric cable, $55,263; Navy, electric cable, 
$66,901. 

Rockbestos Products Corp., Navy, elec- 
tric cable, $13,086; Navy, electric cable, 
$66,790: Navy. electric cable, $57,326. 


Opens New District Office 


The Okonite Co. has established an 
additional district office in the National 
Building, Cleveland, Ohio. In charge 
of this Ohio office is F. J. Dahleiden, 
who was previously one of the com- 
pany’s sales engineers in the Chicago 
territory for more than a dozen years. 
Mr. Dahleiden has been active in the 
electrical maintenance engineers group 
of the Chicago Electric Association and 


the Association of Iron and Steel 
Engineers. 


Builds New Atlanta Plant 


Announcement has been made that 
the Walker Electrical Co. of Atlanta, 
Ga., is erecting a new plant in Atlanta’s 
north side section that will manufac- 
ture a complete line of outlet boxes 
and accessories and will ultimately 


house the company’s entire manufac- 
turing division. 


es 


New York Metal Prices 
May 24, 1939 May 16, 1939 





Cents per Cents per 

7 Pound Pound 
Pper electrolytic .... 10.00* 10.00* 
Lead Am. S. & R. price 4.75 4.75 
Antimony ...... 11.75 11.75 
Nickel ingot 2.19717” 35.00 35.00 
ae... oo 4.89 4.89 
= Straits Enisens 48.70 48.75 
minum, 99 per cent. 20.00 20.00 
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Field Reports on Business 


President Roosevelt's remarks this week that the spending-lending program 
is to be continued and that there will be no relief from deterrent taxes has 
caused further uneasiness in industry. Some slowing down has been noted, 
but a pick-up is expected during the summer. 


NEW ENGLAND 


The prevailing steady trend in small 
motors and control apparatus is likely 
to continue indefinitely, according to. one 
manufacturer, who bases his opinion on 
the large current volume of inquiries be- 
ing regularly received by his departments. 
Few heavy machinery sales have been re- 
ported of late, but a large and interest- 
ing amount of diversified apparatus sales 
is noted. 

Bids are being received by Pratt & 
Whitney, Hartford, for 1,600 high-inten- 
sity 400-watt mercury lamps and 350 100- 
watt fluorescent lamps. The Massachu- 
setts Metropolitan District Commission 
has recently installed 170 10,000-lumen 
G. E. sodium lamps in the Fellsway, 
Medford: eleven similar units on the 
Quincy Boulevard and also eleven of this 
type on the West Roxbury Parkway. 

Industrial electric heating interest is 
a little stronger during the present month 
according to one sales. specialist. A 
Worcester vlant recently installed a 90- 
kw. enameling furnace and a Boston ma- 
chine company has purchased a 20-kw. 
heat-treating furnace. Inquiries for infra- 
red lamp heating adaptations are increas- 
ing at an encouraging rate. A new _ inter- 
esting 60-kw. electric steam boiler used 
for experimental molding of golf balls has 
been sold by the E. L. Wiegand Company: 
this company also reports the sale of a 
7-kw. heater for calendar rolls by means 
of circulating water at 110 deg. over 
them in connecting with special processing 
operations in the manufacture of sporting 
goods equipment. 


PACIFIC COAST 


By midyear many large California hous- 
ing projects will be under construction 
or close to it. They include two in San 
Francisco costing $4.000.000, one in Long 
Beach costing $1,600,000 and one in a 
suburb of Los Angeles costing $1,000,000. 
Another San Francisco project costing 
$3.529,330 and Oakland’s first $2,700.000 
bleck are almost ready for bidding. 

Lichting business is particularly good, 
largely through constructive selling effort 
on obsolescent installations, including 
such varied orders and planned work as 
100 kw. additional commercial lighting for 
Standard Oil in San Francisco: 750-watt 
units for several rural high school dis- 
tricts; a million dollar modernization pro- 
gram, largely lighting, for 42 buildings in 
downtown bay area: 165 sodium lJumin- 
aires for a 3-mile hishway section south 
of Tacoma, and a $21,768 street lighting 
award for city of Hayward. 

The outstanding recent contract covers 
$1.000.000 to Stone & Webster from South- 
ern California Edison for 27 miles of 
220.000-volt line from Chino substation 
and $1.500.000 for its Barre substation in 
Oranere Countv. canacity 100.000 hp. and 
containine a 70,000-kva. synchronous cen- 
denser. The outstanding machinery pros- 


nect totaled $874.800 for two 115.000-hp. 


Baldwin turbines and $36.300 for two 
Allis-Chalmers governors for Boulder 
plant. Phelps-Dodge is spending about 
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$750,000 in Arizona improvements, in- 
cluding company hospitals at Douglas and 
Morenci and a company mercantile store 
at Bisbee. Coast prices have been steadied 
rather than disturbed by recent rubber- 
covered wire mill decrease. 


NEW YORK 


Now that business has been assured by 
President Roosevelt that it can expect no 
relief from deterrent taxes and other New 
Deal legislation, industry leaders are 
taking new bearings for future programs. 
The vast amount of government war or- 
ders has caused some industries to run 
at capacity, while others are feeling the 
seasonal lull. 

While some slowing down in_ utility 
orders, after the sharp increase during 
the early part of the year, has been noted 
by electrical manufacturers, it is expected 
that activity will show a summer rise. 

With the TVA situation on the road to 
final settlement, it is expected that the 
next move by the government will be in 
the Bonneville area. SEC is soon to start 
activity on holding company integration 
plans, which will again throw the utilities 
into the headlines. 

The optimism shown by NEMA mem- 
bers at the spring meeting last week indi- 
cates that business during the first six 
months this year has been good. Elec- 
trical appliance sales have shown continued 
strength, with the prospects that summer 
business will exceed that of last year. 
New home building has aided kitchen and 
lighting equipment sales. 


CHICAGO 


Trends in the business situation in this 
area showed little change last week. In 
the aggregate, volume was substantially 
ahead of last year, but there was a definite 
tendency toward slowing down noticeable 
in many fields. Retail trade and electrical 
power output declined from the previous 
week. 

Building construction continues to make 
a fairly good showing. Air-conditioning 
installations during April dropped from 
51 last year to 42 in 1939, with a decline 
in capacity from 793 hv. to 672 hp. Sales 
of portable coolers, however, increased 
in number from 21 to 46. 

Orders for industrial electrical equip- 
ment have declined slightly during the 
past few weeks. Utility buying shows im- 
provement as construction of several large 
projects are getting under way. Appliance 
sales have fallen off slightly from the pace 
earlier this year, but are maintaining a 
good-sized increase over the volume a year 
ago. 

New orders reported include two 7,500- 
kw. turbo-generators and _ transformers, 
switchgears, regulators, motors and control 
apparatus costing $142,000. The city elec- 
trical department has requested bids on 
68,240 ft. of No. 9 A.W.G. rubber-insu- 
lated fire alarm cable and 8,000 lb. of 
No. 9 A.W.G. magnet wire. 

A ray of hope is that Congress is to do 
something about taxes. 
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Utility Stocks and Bonds Gain in Week 


nds may 


lowa-Nebraska Light & Power Co. filed 
a declaration with the commission with 
respect to the issue and sale of 20,000 
shares of common stock, $100 par value, 
$2,000,000 of 2%4 per cent secured promis. 
100 sory note and the issue of $3,000,000 of 
5 per cent first lien and refunding mort. 
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Making up for the previous week's dip, electric utility stocks advanced during the week, 
with the “Electrical World” index gaining 0.4 point to 29.8; index a year ago, 26.4. 
The bond advance continued, though at a slower rate; the index rose 0.1 point to 105.2 


Plans Acquisitions 
And New Financing 


A special meeting of stockholders of 
the New England Power Co. will be 
held on June 12 to take action on cer- 
tain proposed acquisitions and upon a 
proposed bond issue and increase in 
common stock. 

The company proposed to purchase 
Bellows Falls Hydro-Electric Corp. at 
a price not exceeding $12,400,000 plus 
net current assets, exclusive of cash, 
and prepaid items, with the assump- 
tion of certain obligations and _ liabili- 
ties. The price is to be paid part in 
cash, part by assumption of liabilities 
and part in common stock of New 
England Power Co. 

To finance the proposed acquisi- 
tion, stockholders will be asked to 
authorize an additional issue not ex- 
ceeding $10,000,000 of New England 
Power Co. first mortgage bonds bear- 
ing interest not to exceed 34% per cent 
and maturing in not more than 30 
years. The company also proposed to 
purchase Bellows Falls-Pratts Junc- 
tion line of the Connecticut River 
Power Co. in New Hampshire for not 
more than $700,000. The meeting also 
will be asked to authorize additional 
common stock of New England Power 
Co. in an amount not exceeding 150,- 
000 shares to be issued at $30 a share. 


Shares of Utility 
Placed on Market 


Offering has been made of 59,550 
shares of common stock of the New- 
port Electric Corp. by Stone & Web- 
ster and Blodget, Inc. The stock, which 
the underwriters acquired from Charles 
T. Adams of Chicago, as trustee of the 
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estate of Utilities Power & Light Corp., 
of which Newport Electric was a 
wholly owned subsidiary, was priced 
at $29.50 a share. This financing rep- 
resents the first public sales of the 
entire voting stocks of a public utility 
operating subsidiary of a registered 
holding company in conformity with 
the simplification purposes of the Pub- 
lic Utility Holding Company Act of 
1935. 

In connection with the offering, R. H. 
Van Deusen, president of Stone & Web- 
ster and Blodget, announced that ar- 
rangements have been made whereby 
the people of Newport and its vicinity 
will have a preferential opportunity to 
purchase the stock, as compared with 
the general investing public. 

Coincident with the stock offering, 
Stone & Webster and Blodget are also 
offering at 118 first mortgage bonds 
of the company, 4%s, issued to retire 
open account indebtedness. 


Files $7,000,000 
Offering with SEC 


Consolidated Gas, Electric Light & 
Power Co. of Baltimore has filed a 
registration statement with the SEC 
covering $7,000,000 of first refunding 


mortgage sinking fund 3 per cent 
bonds, series P, due June 1, 1969. 
According to the registration state- 


ment, $105,000 of the proceeds from 
the sale of the bonds will be used to 
reimburse the company’s treasury for 
the acquisition and retirement of a 
like principal amount of 5 per cent 
bonds of the Roland Park Electric & 
Water Co., due February 1, 1937, and 
$6,895,000 will be deposited with the 
trustee under the first refunding mort- 


gage. 
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has filed an application for approval of 
the sale of 215.280 shares of common stock 
of Chicago District Electric Generating 
Corp. The stock will be sold to Common. 
wealth Edison Co. for $2,513,734 plus 


interest. 


Places $9,000,000 
Offering on Market 


A refunding operation of slightly 
more than $11,000,000 for Montana- 
Dakota Utilities Co. was carried out 
this week with the public offering of 
$9,000,000 of the company’s first mort- 
gage sinking fund bonds, 4%s due 
1954, and the simultaneous issuance to 
banks of $2,100,000 ‘of 414 per cent 
serial promissory notes. The bonds are 
priced at 101 per cent and accrued 
interest. 

Net proceeds from the sale of the 
bonds, together with net proceeds from 
the issuance of the promissory notes, 
will be applied to the redemption of 
all first mortgage bonds of the com- 
pany, outstanding in the amount of 
$10,182,000, and to the prepayment of 
secured serial bank notes, outstanding 
in the amount of $900,000. 


Sanctions Promissory Notes 


Central Illinois Electric & Gas Co. 
has been authorized by the Illinois 
Commerce Commission to issue and 
dispose of two promissory notes aggre- 
gating $2,000,000. Proceeds are to be 
used to retire all outstanding bonds 
in the sum of $2,035,000 of Rockford 
Electric Co. first and refunding 5 per 
cent 30-year bonds. 
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Utility Reports 


Net Income 
1939 1938 
*American Lt. & Trac...... $5,062,916 $5,469,376 
*American Util. Serv. and 
RS cso ees 146,780 «123,45! 
*Buffalo, Niag. & East. Pwr. 
fae WG, <0... 6,202,295 7,715,909 
*Columbia G. & E. and 
oe. Sa he ge ok, ah ore 11,273,626 13,629,263 
tDetroit Edison and subs... 9,466,305 7a7ee 
*Duquesne Light .......... 9,375,254 9,663,9 
*Louisville G. & E. (Del.) 
aad cali. acs a 1,207,397 1610.40 
*New York Pwr. & Lt...... 2,716,914 2,990.4 
*Ni Falls Pwr. d 
SMOS, ce eeecceceeeeeeeee 2900270 395128 
*Oklahoma G. & E......... 2,439,029 2,580, 142 
*Pacific G. & E.......... 23,613,549 24,509,605 
*Pennsylvani Edison and 
su : ae re 1,030,547 906,808 
Public Serv. N. J. an 
' —_ na hiautoueoe Labs 24,246,511 23,275,320 
*United Lt. & Pwr.......... 3,200,564 4,938,418 
*Wisconsin Pub. Serv. and 916 
WU Sete oicuie euweeetce 1,528,729 1,280, 


* Twelve months ended March 31. 
+t Twelve months ended April 30. 
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Fluorescent Auxiliaries 


Catalog Nos. ''58G635,"' for 48-in., 40-watt 
amp on 220/240 volts; ‘''58G544"' and 
586545," operating at unity power factor, 
for two I5- and 20-watt lamps, respectively, 
on 110/120 volts; ‘'58G552,"" for 36-in., 
30-watt lamp on 110/120 volts, operating at 
0.8 p.f. leading. General Electric Co., 
Schenectady, N. Y. 


Four new fluorescent lamp auxiliaries 
have been announced by this company. 
Important element of two of the new 
models is that they operate at unity power 
factor, utilizing inductance and capaci- 
tance to operate two 15- and 20-watt 
lamps, respectively, on the split-phase 
principle. Wattage loss of these units is 
placed at 8. A third model provides a 
leading power factor of 0.8 and has a 
rated wattage loss of 34; it is intended 
for the 30-watt lamp. Both of these units 
use thermal switches. The fourth model 
is an extension of the magnetic switches 
offered by this company to include a model 
for the newer 48-in., 40-watt lamp. It 
operates at 0.6 power factor and has a 
wattage loss of about 63. 


Recording Voltmeter 


Round-chart portable recording  volt- 
meter, built especially for survey work in- 
doors or outdoors, is a light-weight and 





Mods 522 
Bristol Co., 


MS" recording voltmeter. The 
Waterbury, Conn. 


self-contained instrument supplied in a 
weatherproof case and equipped with ad- 


justable mounting legs for pole or wall 
mounting. 


Oil Circuit Breaker 


»tHorizontal axis (a line drawn through 
the center of each pole) of this indoor oil 
circuit breaker is perpendicular to the 


perating mechanism. This arrangement 
of the | 


necessity 
plications 


jushings is said to eliminate the 
of crossing leads in certain ap- 
type 


of open and_ inclosed 
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Type ''KDZ-40" indoor oil circuit breaker; 
interrupting capacity rating, 100,000 kva.; 
furnished for 600 and 1,200 amp. at I5 kv. 
and 2,000 amp. at 7.5 kv. Allis-Chalmers 
Mfg. Co., Boston (Mass.) Works. 


switchboards. For the same reason it is 
adaptable for replacing obsolete breakers 
of the same arrangement, since existing 
bus and feeder connections may be re- 
tained. Breaker is equipped with “Rup- 
tors,” short-circuit interrupting devices. 


Idler Pulley 


High-speed anti-friction idler pulley; in five 
standard sizes of crowned pulleys from 2% 
x 31/32 in. to 4% x 1% in., with over-all 
lengths up to 3 15/18 in. SKF Industries, 
Inc., Philadelphia, Pa. 


Acceptance of its free-running idler pul- 
ley by the textile industry has prompted 
this company to develop the unit for ma- 
chines in other fields having light and 
medium-duty high-speed belt drives. It con- 
sists of a standard pulley provided with a 
protective cover to eliminate abrasive dust 
from the roller bearing and the stabilizing 
ball bearing. Ball bearing acts as an out- 
board bearing to insure surface-to-surface 
contact between rollers and shaft and car- 
ries thrust loads to permit operation equally 
well in vertical or horizontal positions. 
Units may be mounted directly to the frame 
of the machine or on one of several types 
of swing bracket. 


Cable Connectors 


Hood-nut connectors have been an- 
nounced for use with rubber- or com- 
pound-insulated cables at points where 


those conductors are joined to other types 
of cables, or to switches, cutouts, and the 
like. Taping is done from the shroud of the 
nut to the rubber insulation of the cable. 
In this manner, it is claimed, moisture is 
prevented from entering between insula- 
tion and conductor, prolonging life of the 
insulation. Braid is peeled back beyond 
tape to avoid “wick effect” which might 
draw up moisture beneath the tape. 
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J-nut connector; also fur- 


Type "ZAK" hoo 





nished in T-connectors, straight connectors 
snd other forms. Burndy Engineering Co., 
Inc., New York, N. Y. 

» 


Oil Well Motors 


Protected collector assembly with liberal 
spacing of collector rings, liberal heat- 
radiating surface and a construction of 
inclosed rings and leads to withstand high 
operating temperatures are features of a 
new line of wound-rotor, a.c. drawworks, 
mud pump and table motors for oil well 
drilling. Included in the line are motors 
with gas-protected collectors and with 
frames of open-type construction or splash- 
proof construction with or for forced venti- 
lation. Control may be of the open or pro- 
tected, manual or magnetic type. 


og 





Forced ventilated mud pump motor, illus- 
trative of new design; in ratings of from 
50 to 500 hr three phase, 50-60 cycles 


Westinghouse Electric & Mfg. Co., East 
Pittsburgh, Pa. 


Time Meter 


To this electrically operated counter, 
which registers total hours that an elec- 
trical device or motor-driven machine has 
been in operation, has been added an 
indicating lamp, as a convenient means 
for showing at a glance whether the ma- 
chine is in use. Counter is driven by a 
small synchronous motor. 


eyerereke) O 


HOURS 


TIMETER 





Type ‘Iél-L'' Timeter''; maximum regis- 
tration, 99,999.9 hours: rated for 100-125 
volts, 60 cycles. National Instrument Co., 
Boston, Mass. 
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Bonneville Rate Revision 


Changes in the wholesale power rate 
structure based on the kilowatt-year 
established for the Bonneville Dam by 
the late J. D. Ross may be recom- 
mended by Frank A. Banks, recently 
named acting administrator, he said 
upon arrival in Portland. The matter, 
however, is up to the Federal Power 
Commission, he said. Mr. Banks said 
his office would not try to dictate the 
policies of public utility districts. 
“What they do as to condemnation or 
negotiations for privately owned elec- 
tric utilities is their own business,” 
he declared. 


Sells $174,428 Appliances 


Divisions of Virginia Public Service 
Co. sold during March a total of 88 
electric ranges, 704 domestic refriger- 
ators, 23 commercial refrigerators, 36 
water heaters, 6 ironers and 343 
washers, having an aggregate value of 
$174,428. The company estimates that 
the April volume will show an increase. 
Dealers in the territory report an in- 
crease in the number of inquiries about 
electric water heaters. 


Puerto Rico to Buy Utility 


Puerto Rico has declared its desire 
to buy the hydro-electric property 
owned and operated by the Puerto 
Rico Railway, Light & Power Co. 
through approval of a legislative bill 
authorizing the issuance of bonds for 
purchase of the property. The property 
is owned by the Canadian-controlled 
International Power Co. It is valued 
approximately at $7,000,000. 


Vote on Seminoe Power 


The city of Ft. Morgan, Colo., will 
hold an election on June 12 to deter- 
mine whether its citizens wish to ob- 
tain power from the Bureau of Recla- 
mation plant at Seminoe, Wyo. This 
power would be made available by the 
construction of a transmission line of 
approximately 70 miles from Ft. 
Morgan to Greeley to connect with the 
Seminoe plant. 


REA Lines Serve 225,000 


More than 225,000 customers are 
now being served by REA-financed 
rural lines, it is stated by the Rural 
Electrification Administration. The 
number includes residents in rural 
communities as well as dwellers on 
farms. 


22 (1552) 


Sales Opportunities 


Kokomo, Inp.—Northern Indiana Power 
Company, Indianapolis, has approved plans 
for new indoor power substation on State 
Highway No. 29, near Kokomo, and will 
begin construction at early date. Cost re- 
ported close to $60,000, with transformers, 
switchgear and auxiliary equinment. Har- 
rison & Russ, Architects’ & Builders’ Build- 
ing, Indianapolis, are architects. 


Co_umsus, Oxnto—Ohio Wax Paper 
Company, 780 Frebis Avenue, plans in- 
stallation of motors and controls, convey- 
ors, regulators and other equipment in 
new one-story addition to plant for manu- 
facture of waxed and other processed 
paper stocks. Cost estimated about $300,- 
000. Bids are scheduled to be asked early 
in June on general erection. L. A. 
DeGuere, Wisconsin Rapids, Wis., is con- 
sulting engineer. 

KauKauNA, Wuis.—Municipal Utilities 
Department has preliminary plans under 
way for new municipal hydro-electric 
power plant. Cost estimated close to $500,- 
000, including transmission line connec- 
tion with present system. Mead, Ward & 
Hunt, State Journal Building, Madison, 
Wis., are consulting engineers. 

Open, ArK.—Arkansas Power & Light 
Company, Pine Bluff, Ark., plans primary 
and secondary lines in parts of Mont- 
gomery County for extensions in rural 
electric system, with service facilities, in- 
cluding new line from Mount Ida _ to 
Oden and vicinity. 

MINNEAPOLIS, Minn.—Civil Aeronautics 
Authority, Office Service Division, Wash- 
ington, D. C., receives bids until June 1 
for installation of beacon lights, towers 
and accessories on Huron-Minneapolis 
Airway, and Sioux City—Aberdeen sec- 
tion of Omaha, Neb.—Bismarck, N. D., 
Airway, comprising 25 different sites (Cir- 
cular 97). 

Burspank, Catir.—Cleveland Pneumatic 
Tool Company, 3734 East 78th Street, 
Cleveland, Ohio, plans installation of 
motors and controls, conveyors, electric 
hoists and other equipment in new branch 
plant at San Fernando Road and Hollv- 
wood Way, Burbank, where tract of about 
10 acres of land has been acquired. Plant 
will be used for production of pneumatic 
tools and aircraft parts, and will consist 
of three main units. Cost reported close 
to $250,000 with machinery. Work is 
scheduled to begin soon. 

Los ANcELEs, Catir.—Los Angeles 
Water and Power Bureau, 205 South 
Broadway, receives bids until June 6 for 
construction of steel tower transmission 
line from city to Boulder Dam project of 
federal government, comprising the third 
such line between these points. New line 
will consist of a 287.5-kv., three-phase, 
single-circuit system, with work divided 
into three sections (1) from switch rack 
and receiving station “E.” Los Angeles, 
to Victorville, Calif., switching station, 
75.3 miles: (2) from last noted point to 
switching station at Silver Lake, about 91 
miles, and from latter place to switch rack 
at Boulder Dam, about 92.5 miles, total- 
ing 1,426 towers in all. H. C. Gardett is 
engineer of design and assistant chief elec- 
trical engineer. 

AsBEVILLE, S. C.—City Council has re- 
jected bids recently received for construc- 
tion of municipal hydro-electric power 
plant, including power dam, power house, 
penstocks, spillway, etc., and station equip- 
ment. New bids are scheduled to be asked 
soon. Fund of $435,000 has been arranged 
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through federal aid. Wiedeman & Single. 
ton, Candler Building, Atlanta, Ga., are 
consulting engineers. 


Brooxtyn, N. Y.—Signal Corps Pro. 
curement District, Army Base, 58th Street 
and First Avenue, Brooklyn, receives bids 
until June 7 for 26,400 lineal feet of three. 
conductor, rubber-insulated, lead-covered 
land cable (Circular 247). Also, at same 
time, for 112,150 lineal feet of cable and 
113 reels (Circular 248). 


Maruinton, W. Va.—Peerlees Coal & 
Iron Company, Capital City Building, 
Charleston, W. Va.. plans installation of 
motors and controls, conveyors, loaders, 
transformers and accessories, and other 
equipment in new coal-mining plants in 
Greenbrier County, vicinity of Marlinton, 
Cost reported close to $150,000. Proposed 
to ask bids early in June. Rush Meadows 
is chief engineer, in charge. 

Osporne, Kan.—Has plans under way 
for extensions and improvements in mu- 
nicipal electric power plant, including in- 
stallation of additional equipment. Sur- 
veys and estimates of cost are being 
completed. 

NortH Vancouver, WasH.—Acting Ad- 
ministrator, Bonneville Project, Depart. 
ment of Interior, Portland, Ore., receives 
bids until June 1 for power substation at 
North Vancouver, to be known as North 
Ampere power substation, inc'uding con- 
trol house, untanking building, oil house, 
control conduits and auxiliary installa- 
tion (Proposal 316). 

Amite, La.—Louisiana Power & Light 
Company, New Orleans, La., has approved 
plans for new transmission line from 
Amite to Natchez, about 80 miles. Work 
is scheduled to be placed under way at 
once. L. E. Myers Company, 53 West 
Jackson Boulevard, Chicago, IIl., will be 
in charge of cuustruction. 

Battrmore, Mp.—Airport Department, 
Municipal Airport, Logan Field, Dundalk, 
plans installation of motors and controls, 
regulators, conveyors and other equip- 
ment in group of new buildings, includ- 
ing hangar, shops and other operating 
structures. Also will install additional light- 
ing hangar, shops and other operating 
units. Bond issue of $1,000,000 has been ap- 
proved for entire project, including ground 
improvements. W. Watters Pagon, Lexing: 
ton Building, Baltimore, is consulting en 
gineer for airport. 

PHILADELPHIA, Pa.—Barrett Company, 
Margaret and Bermuda Streets, manufae- 
turer of coal tar products, industrial chem- 
icals, etc., plans installation of motors an 
controls, conveyors, regulators and other 
equipment in new addition to chemical 
plant. Cost reported over $250,000. Com- 
pany is a subsidiary of Allied Chem 
& Dye Corporation, 61 Broadway, New 
York, N. Y. 


Gets Show Cause Order 


FPC has directed the Lexington 
Water Power Co., an Associated Gas & 
Electric Co. affiliate, to show cause, 
under oath, on or before June 3 why 
the company should not adjust 1s 
accounts for its project on the Saluda 
River in South Carolina in compliance 
with the commission’s order. 
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